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2.131 (c) (1) REPEAT 

HANDLING OF ANIMALS, 

f^Oiihngi puDlic exhiWtiori, any animal must be handled so (here is minimal rek of harm to Ihe animal and to itie 
public:, votb ^ulficiant di^^rioe and'Or barriers tKitwa^ri the animal and tha ganaral viewing pciblic: w as It? aisura |ha 
safety of animals and the pLjtilic.» 

A parlDrmanida using 4 BJtdtic cals db^r-vad at tha t :00 parFcrnnarCB dn 9ti'21.''2013 at tba Oragdri Renai££anide 
Festival ol Hillsboro. A fififi cat (a Geolfroy's cat) was preseni al the evenl. but was not exfiibitjedi during this 
performance, 

All cata ware restrained by Iba lioensae using only a hand-held ctisin collar arb leash, except the caraical. which was 
restrained by a nylon leash. Three of these cals, a 3- year old male Leopard named Dexter, a 10 month old female 
tiger oub named Mgxie, and a 10 month gld mg.lo leopard cub named Krill, were too large to be safely resfrained in 
this manner m ordsi' lo assure the safety of the animals and the public. There was a portable panel bamiar, 
appt'oximalely three and a hall feet laH and approximately 6 feet from the edge ol the stage to keep Ihe public from 
^Pfingpching. TtuB licensee warded Maxie orly Dm the hand-fiBld loaoh grtfil ftie end ol the $hi3w, when he telhered 
her as he hvltad the public lo approach the barrier lo lake photographs. This was the only lime the tether was used 
on any of the animate. The tether looked like airline cable which was attached to the teg ol one of Ihe platforms on the 
stage. The platform was screwed to the stage flocr using L-brackets. 

Animals must be haridted during public ex-hibiHon so there is minimal risk oF harm lo |he animate and to the public and 
with sulficient distance and/or barriers. 

This is a repeat non-oompliant item. It was cited after an inspection on 7-2Ci-£CH 3 in Colorado, and was to have been 
ccrraclsd im madialaly. 


The inspection was conducted after observing the performance and was accompanied by the licensee 
The axil briefing was conduciad with the licansae and a farclhiy reprasentatiya. 
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